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THEATRES

Theatres are in a similar category to cinemas (see page 110),
and the principal special feature is the possibility of accidents
by reason of the type of performance given on the stage. When
acrobatic performances are given the performers may pass over
the heads of the audience. There is considerable risk of panic,
and the precautions taken to render the scenery fire-resisting
call for attention as also the adequacy or otherwise of exits
and their lighting.

Premiums are usually based on the seating capacity, plus an
extra charge for refreshment undertakings which may be con-
ducted in connection with a theatre.

TRAMWAYS

The insurance of third party risks arising out of the use of
mechanically-propelled vehicles is strictly outside the scope of
this book* For tramways it is sufficient to indicate that third
party policies are issued to public authorities and others who
manage tramway undertakings, but the risks are heavy, espe-
cially in those parts of the country where there are gradients,
The facilities for the inspection and maintenance of the tram-
cars are important, and the experience of the drivers must be
satisfactory as well as the degree of observance of statutory re-
quirements for the safety of passengers.

Premiums are calculated either on the receipts from the under-
taking, or on the number of car miles run in the course of the
year. Substantial indemnities are required for such insurances,
and in view of the unfortunate experience in the earlier days
of the business, rates are substantial.

UNIVERSITY COLLEGES

In view of the age of students who attend universities, the
third party risk is undoubtedly lighter than that associated with
schools for young children. At the same time, it must be borne
in mind that many guests are entertained during the year, and
the " food and drink " risk must likewise not be overlooked,

WAREHOUSES

It is impossible to lay down hard and fast rules for dealing
with third party insurances in connection with warehouses. The
external risk, depending upon the upkeep of the premises, does
not difEer substantially from that connected with other blocks
of buildings. Frequently, there are relatively few visitors to
the premises, and they are confined, almost exclusively, to per-